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TAGS: ETRD, SW 

SUBJECT : ANTIDUMPING PROCEEDINGS - WATER CIRCULATING PUMPS 

1. TREASURY WILL PUBLISH IN FEDERAL REGISTER OF MARCH 26, 
NOTICE OF ANTIDUMPING PROCEEDINGS CONCERNING WATER 
CIRCULATING PUMPS, WET MOTOR TYPE, SUITABLE FOR USE IN 
RESIDENTIAL AND COMMERCIAL HYDRONIC HEATING SYSTEMS, FROM 
SWEDEN. 

2. IMPORTS OF SUBJECT MERCHANDISE AMOUNTED TO APPROX. 1.3 
MILLION DOLLARS IN 1974. 

3. EMBASSY OF SWEDEN BEING INFORMED MARCH 24. PRESS 
RELEASE WILL BE ISSUED MARCH 25. ABOVE FOR EMBASSY USE IN 
RESPONDING TO INQUIRIES ON/AFTER MARCH 25. INGERSOLL 
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